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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 106265 
ORIGIN FAA-00 

INFO OCT-01 ARA-14 ISO-OO CAB-05 CIAE-00 COME-OO 
DODE-OO DOTE-OO EB-08 INR-10 NSAE-00 L-03 OC-06 
CCO-OO SS-15 NSC-05 /067 R 

DRAFTED BY FAA/AIA-230:NJANSELL 
APPROVED BY EB/OA/AVP:AJWHITE 
EB/OA/AVP:JSGRAVATT 
ARA/CAR:(INFO.) 

059551 261735Z/72 

R 261628Z APR 78 

FM SECSTATE WASHDC 

TO AMEMBASSY SANTO DOMINGO 

UNCLAS STATE 106265 

E.O. 11652: N/A 
TAGS: EAIR, DR 

SUBJECT: FAA EQUIPMENT EVALUATION 

PLEASE PASS FOLLOWING TO DIRECTOR OF INFRATUR, MR. CARLOS 
SANCHEZ B. FROM FAA QUOTE: 

1 . IN COMPLIANCE WITH YOUR REQUEST FORWARDED TO OUR REP- 
RESENTATIVE DURING HIS RECENT VISIT TO SANTO DOMINGO, WE 
HAVE ANALYZED THE PROPOSED INSTALLATION OF THE VHF COMMUNI- 
CATIONS EQUIPMENT ATOP LOMA ISABEL DE TORRES. 

2. GIVEN THE FREQUENCIES AND POWER RATINGS IDENTIFIED IN 
YOUR INVITATION FOR BID. OUR ENGINEERING STAFF OFFERS 
THE FOLLOWING COMMENTS : 

A) WITH THE COMMUNICATIONS EQUIPMENT LOCATED ON THE PUERTO 
PLATA AIRPORT PROPER, IT WOULD PROVIDE ADEQUATE LINE-OF 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 106265 

SIGHT COVERAGE TO AN AIRCRAFT FLYING A NORMAL APPROACH 
PATTERN AS PREVIOUSLY DEVISED BY THE FAA. THIS IS ASSUMING 
THE AIRCRAFT IS AT THE PROPER ALTITUDE ALONG THE APPROACH 
PATH. 

B) IF THE COMMUNICATIONS EQUIPMENT WERE LOCATED ATOP LOMA 
ISABEL DE TORRES AND REMOTED VIA MICROWAVE LINK TO THE 
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AIRPORT PROPER, THIS WOULD PROVIDE OPTIMUM COVERAGE. 

C) IF THE COMMUNICATION EQUIPMENT IS INSTALLED ATOP LOMA 
ISABEL DE TORRES WITH THE INDICATED POWER RATINGS, THIS 
MAY GENERATE FREQUENCY INTERFERENCE WITH ADJACENT FACILI- 
TIES, SUCH AS SANTO DOMINGO, HAITI, SAN JUAN, ETC. BEFORE 
ESTABLISHING THE FACILITY, WE SUGGEST THAT YOU INVESTIGATE 
THE FREQUENCY ALLOCATION IN YOUR AREA TO PRECLUDE ANY 
INTERFERENCE. 

D) REGARDLESS OF THE LOCATION OF THE EQUIPMENT, WE SUGGEST 
THAT YOU TEMPORARILY INSTALL A TRANSMITTER AND RECEIVER IN 
THE AREA UNDER CONSIDERATION AND CONDUCT A TEST FLIGHT TO 
ASSURE ADEQUATE COVERAGE. 

3. REGARDING THE EVALUATION OF THE VOR/DME PROPOSALS, WE 
ANTICIPATE HAVING THIS COMPLETED BY APRIL 24. IF THE 
REPORT IS NOT TOO COMPLEX, WE WILL FORWARD BY MESSAGE. 
OTHERWISE, WE WILL FORWARD SYNOPSIS OF REPORT BY MESSAGE 
AND FOLLOW UP WITH DETAILED LETTER. 

4. THE REQUESTED FLIGHT CHECK DATA FOR THE ST. GEORGE, 

UTAH FACILITY HAS BEEN ORDERED AND WILL BE FORWARDED WHEN 
RECEIVED IN THIS OFFICE. VANCE 

UNCLASSIFIED 


NNN 
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